Dear Sol, 1/5/92 

Aside from Stone's alertness in grasping promotional opportunities there are/everal 
interesting stories relating to the records of the house assassins committee and their 
non-disclosure • 

The importance of disclosing those records is not the possibility of finding a^n 
assassination smoking gun in them. Of this there is no likelihood for many reasons, 
particularly that the committee did not look for any, Also, they do not exist in official 
records, there never having ben any real of/icial investigation. None was intended. 

Stoke3 may even believe genuinely in what he says but the real interest in seeing 
those recodfHs is to see how his committee worked or didri^t work. He may liave no glimmer 
of this, but I'm sure his chief counsel, B^Lkey, is well aware of it. 

While Stone may have had a ej^fhral interest in all withhold records, it was not until 
after I made it clec-.t* to him that what he said was suppressed wasn't and hi^'t been that 
he ewithced his criticism. Then I heard from a friend who is one of the two who have led 
the effort for this disclosure that although ^tokes had originally supported it, he tolfi 
this friend. Kevin Walsh, that Blakoy wa3 pressuring him not to. Or, there is an inference 
that B^lkoy has some tiling on ^tokes. 

It is only the records generated by the committee itself tliat are in issue. Tjjose 
it got from executive agencies «ire available under FOIA and Walsh's associate, u ark Allen, 
had gotten many of them. 

WAlah told me that he had trouble getting past Stone's palace guard but once he did 
and made this clear to £>tone, Stone -Switched to demanding the committee-record disclosures. 

Wal3h, of course, waited any support and did get Stone's. 

Having tliat on every screen showing a powerful movie is powerful support. 

Before this there were many letters to the Congress. Now there may well be a flood. 

If they are to be disclosed, processing them will be difficult if the processors are in- 
formed or dangerous to the inn£cent if the are not. I've seen enough of those records to 
know tliat they include rumored garbage and are in many ways inaccurate. *md they do deal 
with people. 

Thanks and best 



